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PART III 
Stores Purchase 


Police Department 
TENDER NOTICES 


(1) 


No. C1- 10709/2014/FSL . 


3rd December 2014 . 


Sealed tenders are invited for the purchase of 
following item for Cyber Division of Forensic Science 
Laboratory, Thiruvananthapuram so as to reach this office 
on or before 12 noon on 27 - 12 - 2014 . Tender is invited 
under single bid system . 


Tender No. - 6/2014- 15. 
Name of Item — FRED & Encase Software . 
Quantity required — 1 each . 


Approximate Price 11,00 ,000 . 
Cost of tender forms— 1,700 + VAT @ 5 % . 

Date and time of opening of tender — 27 - 12 - 2014 , 
3 p . m . 

The tenders should be superscribed with tender 
number and details of the items and addressed to the 
Director, Forensic Science Laboratory, Thiruvananthapuram , 
Kerala-695 010 ( Tel. No. 0471 2722155 ). Late tenders will 
not be accepted . The tenders will be opened at the time 
mentioned above, in the presence of the tenderers or 
their authorised representatives (with proof of identity ) 
who may be present at that time. 

Intending tenderers may, on application to the 
Director, Forensic Science Laboratory, Thiruvananthapuram , 
obtain requisite tender forms on which the tenders should 
be submitted . The rate is to be quoted in Indian Money. 
No advance payment can be made for procuring any of 
the above items. 

Application for tender forms should be accompanied 
by cash remittance of price fixed for a form which is not 
refundable . The sale of tender form will be closed at 
4 p . m . on 26 - 12 - 2014 . Cheques , Drafts, Postage Stamps 
etc . will not be accepted towards the cost of forms, nor 
will the forms be sent by VPP . However money orders 
sent in the name of the Director , Forensic Science 
Laboratory, Thiruvananthapuram will be accepted . The 
amount should include the postage/ courier charges for 
sending tender documents . The money order along with 
the request should reach Forensic Science Laboratory at 
least 7 days before the closing of the sale of the tender 
documents enabling us to send the documents well in 
advance . 

Intending tenderers may on application to the 
Director, Forensic Science Laboratory , Kerala obtain 
requisite tender forms on which the tenders should be 
submitted or download the tender forms from the Kerala 
Police website www .keralapolice . gov .in . The tenderers 
who download forms should submit the required tender 
value as a Demand Draft along with the tender. 


The tenders should also mention the details 
regarding warranty along with the tender documents . 
Preference will be given to the products quoted by the 
manufacturer or their authorized dealers having 
authorization from the original manufacturer. Similarly 
preferences will be given to the tenders having experience 
of supplying similar/ same items to Government 
Department, Organizations or Scientific Institutions. 

As the software is urgently required , the selected 
bidder will have to supply the item within two weeks . In 
case there is any delay in supplying the items due to any 
pressing circumstances , the tenderers must cite adequate , 
justifiable grounds in writings . 

Specifications of the above items and more details 
can be obtained from Forensic Science Laboratory , 
Thiruvananthapuram . Samples will have to be submitted 
free of cost whenever necessary which can be returned 
only after the supply is effected . Police Department is not 
liable to send any individual communication . 

The rates quoted should be valid and firm till 
31- 3 - 2015 . 


The technical evaluation of the item will be done on 
29 - 12 - 2014 and the firm should present with the item at 
their cost and risk . 

The Director, Forensic Science Laboratory is 
empowered to reject any tender without assigning any 
reason . 


Earnest Money Deposit @ 1 % of the quoted value 
should be furnished in favour of Director, Forensic 
Science Laboratory , Thiruvananthapuram . The firms which 
are exempted from furnishing Earnest Money Deposit 
should produce a copy of relevant authorised documents 
for verification . 


Specification 
1. FRED (Latest version ) — 1 Unit 

* Systems with high capacity hard drives. 
* System for forensic acquisition , processing tools 

and the other drives as a work drive for restoring 

and processing digital evidence . 
* Pre- installed with a Dual-Boot Operating system 

(Win98 DOS and Windows 7 ) on the Primary 

Drive. 
* Fully -loaded , pre -configured Suse Linux installation 

image should be included in DVD for installation . 
* Shock -mounted removable drive trays. 
* Hot-swappable IDE and SATA bays to enable 

rapid installation and removal of evidence storage 

drives without the need for rebooting the system . 
* Acquire data directly from 

IDE /EIDE /ATA /SATA / ATAPI/SAS / Firewire /USB 
hard drives and storage devices and save forensic 

images to Blu -Ray, DVD , CD or hard drives. 
* The systems should also acquire data from Blu 

Ray, CD -ROM , DVD -ROM , Compact Flash , Micro 
Drives, Smart Media , Memory Stick , Memory Stick 
Pro , XD Cards, Secure Digital Media and 
Multimedia Cards. 


Specifications of the item shall be obtainable from 
Forensic Science Laboratory with the tender forms. The 
firms should also furnish the detailed specifications, make, 
brochures , technical support network in Kerala etc . of the 
items along with tenders . The tenders without any 
detailed specifications of quoted items, brochures, make 
etc . will be rejected forthwith . The tenders without 
separate envelope and not superscribing the tender 
number etc . will be rejected . 


* Acquiring evidence from DLT-V4 tapes. 

UltraBay , front panel connections , and removable 
drive trays so there is no need to open up the 
processing system to install drives or crawl around 

the back of the unit to attach devices . 

* 3 years warranty . 
2 . EnCase Forensic v7 or latest version - 1 No. 

* Prioritized processing , direct network preview and 

search and reporting enhancements . 
* Ability to share their findings with council or 

fellow investigators simply , through a web 

browser. 
* Direct Network Preview feature for viewing and 

collecting data from a suspect s computer over a 

network . 
* Providing access to dozens of free and paid 

EnScripts . 
* 3 years warranty . 


No. C1 - 10844/FSL /2014 . 

3rd December 2014 . 
Sealed tenders are invited for the purchase of “Multi 
Sub Mini Horizontal Electrophoretic System ” (2 Nos.) for 
Forensic Science Laboratory , Thiruvananthapuram so as 
to reach this office on or before 12 Noon on 27 - 12 - 2014 . 
Tender is invited under single bid system . 

Tender No . — 7 /2014 - 15 . 
Approximate Price 1,00,000. 
Cost of tender form — 400 + VAT @ 5 % . 

Date and time of opening of tender — 27 - 12 - 2014 , 
3 p . m . 

The tenders should be superscribed with tender 
number and details of the items and addressed to the 
Director, Forensic Science Laboratory, Thiruvananthapuram , 
Kerala -695 010 ( Tel. No. 0471 2722155 ). Late tenders will 
not be accepted. The tenders will be opened at the time 
mentioned above , in the presence of the tenderers or 
their authorised representatives ( with proof of identity ) 
who may be present at that time. 

Intending tenderers may, on application to the 
Director, Forensic Science Laboratory, Thiruvananthapuram , 
obtain requisite tender forms on which the tenders should 
be submitted . The rate is to be quoted in Indian Money. 
No advance payment can be made for procuring any of 
the above items. 

Application for tender forms should be accompanied 
by cash remittance price fixed for a form which is not 
refundable. The sale of tender form will be closed at 
4 p . m . on 26 -12- 2014 . Cheques , Drafts , Postage Stamps 
etc. will not be accepted towards the cost of forms, nor 
will the forms be sent by VPP. However money orders 


sent in the name of the Director, Forensic Science 
Laboratory, Thiruvananthapuram will be accepted . The 
amount should include the postage/courier charges for 
sending tender documents . The money order along with 
the request should reach Forensic Science Laboratory 
at least 7 days before the closing of the sale of the 
tender documents enabling us to send the documents 
well in advance . 

Intending tenderers may on application to the 
Director, Forensic Science Laboratory , Kerala obtain 
requisite tender forms on which the tenders should be 
submitted or download the tender forms from the Kerala 
Police website www .keralapolice . gov .in . The tenderers 
who download forms should submit the required tender 
value as a Demand Draft along with the tender. 

Earnest Money Deposit @ 1 % of the quoted value 
should be furnished in favour of Director , Forensic 
Science Laboratory , Thiruvananthapuram . The firms which 
are exempted from furnishing Earnest Money Deposit 
should produce a copy of relevant authorised documents 
for verification . 

Specifications of the equipment of tender shall be 
obtainable from Forensic Science Laboratory with the 
tender forms. The firms should also furnish the detailed 
specifications , make, brochures, technical support network 
in Kerala etc . of the items along with tenders . The tenders 
without any detailed specifications of quoted items, 
brochures, make etc . will be rejected forthwith . The 
tenders without separate envelope and not superscribing 
the tender number etc . will be rejected . 

The tenders should also mention the details 
regarding warranty along with the tender documents . 
Preference will be given to the products quoted by the 
manufacturer or their authorized dealers having 
authorization from the original manufacturer. Similarly 
preferences will be given to the tenders having experience 
of supplying similar/ same items to Government 
Department, Organizations or Scientific Institutions. 

As the equipment is urgently required , the selected 
bidder will have to supply the item within two weeks . In 
case there is any delay in supplying the items due to any 
pressing circumstances, the tenderers must cite adequate, 
justifiable grounds in writings. 

Specifications of the above items and more details 
can be obtained from Forensic Science Laboratory, 
Thiruvananthapuram . Samples will have to be submitted 
free of cost whenever necessary which can be returned 
only after the supply is effected . Police Department is not 
liable to send any individual communication . 

The rates quoted should be valid and firm till 
31-3 - 2015 . 

The technical evaluation of the item will be done on 
29 - 12 - 2014 and the firm should present with the item at 
their cost and risk . 


The Director, Forensic Science Laboratory is 
empowered to reject any tender without assigning any 
reason . 


Specification 
* Multi sub mini: 7 x 7 cm UV Tray, 2 x 8 sample 

1 mm thick combs, casting dams, loading guides . 
* Gel dimensions (W x L ) 7 x 7 cm . 
* Unit dimensions ( W x L x H ) 21 x 9 x 9 cm . 
* Maxi sample capacity 7 * 7 tray ( 32 samples ). 
* Buffer volume 225 ml. 
* Thickness : 1 mm 
* Combs to be supplied : 

Comb prep : 1,Marker 1 
Comb prep: 2 , Marker 2 
Comb prep : 4 , Marker 2 
Comb 8 , Sample MC 
Comb 8 , Sample 
Comb 10, Sample 
Comb 12 , Sample MC 
Comb 16 , Sample 

All with thickness of 1 mm . 
* Casting dams 

Positive electrode 

Negative electrode 
* Cool Pack and platform 

Viewing platform 
* Multi submini Flexi caster 
* Buffer saver blocks for MS MINI 
* 7 cm UV gel scoop 
* Power supplies: PS 300B Hoofer Power supply : 

10 - 300 V, 4 - 500 mA, 90 W 
Warranty : 3 years . 

(3 ) 
No. C1- 11366 /FSL / 2014 . 

4th December 2014 . 
Sealed tenders are invited for the purchase of “ Zoom 
Stereo Microscope — 2 Nos .” for Forensic Science 
Laboratory , Thiruvananthapuram so as to reach this office 
on or before 12 Noon on 30 - 12 - 2014 . Tender is invited 
under single bid system . 

Tender No. - 9/ 2014 -15 . 
Approximate Price 8,56,000 . 
Cost of tender form 1,800 + 5 % VAT. 


Date and time of opening of tender — 30 -12 -2014 , 
3 p. m . 

The tenders should be superscribed with tender 
number and details of the items and addressed to the 
Director, Forensic Science Laboratory, Thiruvananthapuram , 
Kerala -695 010 ( Tel. No. 0471 2722155). Late tenders will 
not be accepted . The tenders will be opened at the time 
mentioned above , in the presence of the tenderers or 
their authorised representatives (with proof of identity ) 
who may be present at that time. 

Intending tenderers may , on application to the 
Director, Forensic Science Laboratory, Thiruvananthapuram , 
obtain requisite tender forms on which the tenders should 
be submitted . The rate is to be quoted in Indian Money. 
No advance payment can be made for procuring any of 
the above items. 

Application for tender forms should be accompanied 
by cash remittance price fixed for a form which is not 
refundable. The sale of tender form will be closed at 
4 p . m . on 29 -12 -2014 . Cheques, Drafts , Postage Stamps 
etc. will not be accepted towards the cost of forms, nor 
will the forms be sent by VPP. However money orders 
sent in the name of the Director , Forensic Science 
Laboratory , Thiruvananthapuram will be accepted . The 
amount should include the postage/ courier charges for 
sending tender documents . The money order along with 
the request should reach Forensic Science Laboratory 
at least 7 days before the closing of the sale of the 
tender documents enabling us to send the documents 
well in advance . 

Intending tenderers may on application to the 
Director, Forensic Science Laboratory , Kerala obtain 
requisite tender forms on which the tenders should be 
submitted or download the tender forms from the Kerala 
Police website www .keralapolice . gov .in . The tenderers 
who download forms should submit the required tender 
value as a Demand Draft along with the tender. 

Earnest Money Deposit @ 1 % of the quoted value 
should be furnished in favour of Director, Forensic 
Science Laboratory , Thiruvananthapuram . The firms which 
are exempted from furnishing Earnest Money Deposit 
should produce a copy of relevant authorised documents 
for verification . 

Specification of the Equipment of tender shall be 
obtainable from Forensic Science Laboratory with the 
tender forms. The firms should also furnish the detailed 
specifications, make, brochures, technical support network 
in Kerala etc . of the items along with tenders. 

The tenders without any detailed specifications of 
quoted items, brochures , make etc. will be rejected 
forthwith . The tenders without separate envelope and not 
superscribing the tender number etc . will be rejected . 


The tenders should also mention the details 
regarding warranty along with the tender documents . 
Preference will be given to the products quoted by the 
manufacturer or their authorized dealers having 
authorization from the original manufacturer. Similarly 
preferences will be given to the tenders having experience 
of supplying similar/same items to Government 
Department, Organizations or Scientific Institutions. 

As the equipment is urgently required , the selected 
bidder will have to supply the item within two weeks. In 
case there is any delay in supplying the items due to any 
pressing circumstances , the tenderers must cite adequate , 
justifiable grounds in writings. 

Specifications of the above items and more details 
can be obtained from Forensic Science Laboratory , 
Thiruvananthapuram . Samples will have to be submitted 
free of cost whenever necessary which can be returned 
only after the supply is effected . Police Department is not 
liable to send any individual communication . 

The technical evaluation of the item will be done on 
31 - 12- 2014 and the firm should present with the item at 
their cost and risk . 

The Director, Forensic Science Laboratory is 
empowered to reject any tender without assigning any 
reason . 


The tenders should be superscribed with tender 
number and details of the items and addressed to the 
Director, Forensic Science Laboratory , Thiruvananthapuram , 
Kerala -695 010 ( Tel . No. 0471 2722155 ). Late tenders will 
not be accepted . The tenders will be opened at the time 
mentioned above, in the presence of the tenderers or 
their authorised representatives (with proof of identity ) 
who may be present at that time. 

Intending tenderers may, on application to the 
Director, Forensic Science Laboratory, Thiruvananthapuram , 
obtain requisite tender forms on which the tenders should 
be submitted . The rate is to be quoted in Indian Money. 
No advance payment can be made for procuring any of 
the above items. 

Application for tender forms should be accompanied 
by cash remittance price fixed for a form which is not 
refundable . The sale of tender form will be closed at 
4 p . m . on 29- 12 -2014 . Cheques , Drafts , Postage Stamps 
etc . will not be accepted towards the cost of forms, nor 
will the forms be sent by VPP . However money orders 
sent in the name of the Director , Forensic Science 
Laboratory , Thiruvananthapuram will be accepted . The 
amount should include the postage/courier charges for 
sending tender documents . The money order along with 
the request should reach Forensic Science Laboratory 
at least 7 days before the closing of the sale of the 
tender documents enabling us to send the documents 
well in advance. 

Intending tenderers may on application to the 
Director, Forensic Science Laboratory , Kerala obtain 
requisite tender forms on which the tenders should be 
submitted or download the tender forms from the Kerala 
Police website www .keralapolice . gov.in . The tenderers 
who download forms should submit the required tender 
value as a Demand Draft along with the tender. 

Earnest Money Deposit @ 1 % of the quoted value 
should be furnished in favour of Director , Forensic 
Science Laboratory , Thiruvananthapuram . The firms which 
are exempted from furnishing Earnest Money Deposit 
should produce a copy of relevant authorised documents 
for verification . 

Specifications of the equipments of tender shall be 
obtainable from Forensic Science Laboratory with the 
tender forms. The firms should also furnish the detailed 
specifications, make , brochures, technical support network 
in Kerala etc . of the items along with tenders. The tenders 
without any detailed specifications of quoted items, 
brochures , make etc . will be rejected forthwith . The 
tenders without separate envelope and not superscribing 
the tender number etc. will be rejected . 

The tenders should also mention the details 
regarding warranty along with the tender documents. 
Preference will be given to the products quoted by the 
manufacturer or their authorized dealers having 
authorization from the original manufacturer. Similarly 
preferences will be given to the tenders having experience 
of supplying similar /same items to Government 
Department, Organizations or Scientific Institutions. 


Specification 
* Veiwing body : Binocular viewing body with 

inclined head . 
* Eye piece: 5X / 10X . 
* Zoom Magnification : LED illumination with built in 

transmitted and incident light source . 
* Spare illuminating system (if available ). 
* Brightness : Adjustable (Dimmer facility ). 

Warranty : 3 years. 


No. C1- 11367/FSL /2014 . 

4th December 2014 . 
Sealed tenders are invited for the purchase of 
“ Refrigerated Shaking Incubator — 1 No.” for Forensic 
Science Laboratory, Thiruvananthapuram so as to reach 
this office on or before 12 Noon on 30 - 12 - 2014 . Tender is 
invited under single bid system . 

Tender No. — 10 /2014 - 15 . 
Approximate Price 6 ,00,000 . 
Cost of tender form 1,200 + 5 % VAT. 

Date and time of opening of tender — 30 - 12 - 2014 , 
3 p . m . 


not be accepted . The tenders will be opened at the time 
mentioned above , in the presence of the tenderers or 
their authorised representatives ( with proof of identity ) 
who may be present at that time. 

Intending tenderers may, on application to the 
Director, Forensic Science Laboratory , Thiruvananthapuram , 
obtain requisite tender forms on which the tenders should 
be submitted . The rate is to be quoted in Indian Money. 
No advance payment can be made for procuring any of 
the above items. 


As the equipment is urgently required , the selected 
bidder will have to supply the item within two weeks. In 
case there is any delay in supplying the items due to any 
pressing circumstances, the tenderers must cite adequate , 
justifiable grounds in writings . 

Specifications of the above items and more details 
can be obtained from Forensic Science Laboratory , 
Thiruvananthapuram . Samples will have to be submitted 
free of cost whenever necessary which can be returned 
only after the supply is effected . Police Department is not 
liable to send any individual communication . 

The technical evaluation of the item will be done on 
31- 12 -2014 and the firm should present with the item at 
their cost and risk . 

The Director, Forensic Science Laboratory is 
empowered to reject any tender without assigning any 
reason . 

Specification 
Temperature Range: 5° C to 60° C 
* Alarms: Audible and visual alarms 

Speed range: 50 to 400 rpm 

Operation : Continuous and timed operation 
* Shaking: Horizontal plane rotary motion in a 

3/4 inch ( 1.9 cm ) or 1 inch (2 .54 cm ) circular orbit. 
* Shaking period : 1 to 99 hours 
* Accuracy : Heating : 0.5° C 

Cooling: 1 C 
* Internal lining : Stainless Steel 
* External lining: Epoxy Coated Steel. 
* Shelves : 2 to 5 

Warranty : 3 years 


Application for tender forms should be accompanied 
by cash remittance of price fixed for a form which is not 
refundable . The sale of tender form will be closed at 
4 p . m . on 29 - 12 -2014 . Cheques, Drafts , Postage Stamps 
etc . will not be accepted towards the cost of forms, nor 
will the forms be sent by VPP . However money orders 
sent in the name of the Director , Forensic Science 
Laboratory, Thiruvananthapuram will be accepted . The 
amount should include the postage/courier charges for 
sending tender documents. The money order along with 
the request should reach Forensic Science Laboratory at 
least 7 days before the closing of the sale of the tender 
documents enabling us to send the documents well in 
advance . 


(5 ) 
No. C1- 11368/FSL /2014 . 

4th December 2014 . 
Sealed tenders are invited for the purchase of 
“ Digital Ultra Sonic Thickness Guage — 3 Nos ” for 
Forensic Science Laboratory, Thiruvananthapuram so as 
to reach this office on or before 12 Noon on 30 -12- 2014 . 
Tender is invited under single bid system . 

Tender No. — 11/2014 - 15 . 
Approximate Price 3,00 ,000 . 
Cost of tender forms 600 + VAT @ 5 % . 

Date and time of opening of tender — 30 - 12 -2014 , 
3 p . m . 


Intending tenderers may on application to the 
Director, Forensic Science Laboratory , Kerala obtain 
requisite tender forms on which the tenders should be 
submitted or download the tender forms from the Kerala 
Police website www .keralapolice . gov. in . The tenderers 
who download forms should submit the required tender 
value as a Demand Draft along with the tender. 

Earnest Money Deposit @ 1 % of the quoted value 
should be furnished in favour of Director , Forensic 
Science Laboratory, Thiruvananthapuram . The firms which 
are exempted from furnishing Earnest Money Deposit 
should produce a copy of relevant authorised documents 
for verification . 

Specifications of the equipment of tender shall be 
obtainable from Forensic Science Laboratory with the 
tender forms. The firms should also furnish the detailed 
specifications , make, brochures, technical support network 
in Kerala etc. of the items along with tenders. The tenders 
without any detailed specifications of quoted items, 
brochures, make etc . will be rejected forthwith . The 
tenders without separate envelope and not superscribing 
the tender number etc. will be rejected . 

The tenders should also mention the details 
regarding warranty along with the tender documents . 
Preference will be given to the products quoted by the 
manufacturer or their authorized dealers having 
authorization from the original manufacturer. Similarly 
preferences will be given to the tenders having experience 
of supplying similar /same items to Government 
Department, Organizations or Scientific Institutions. 


The tenders should be superscribed with tender 
number and details of the items and addressed to the 
Director, Forensic Science Laboratory , Thiruvananthapuram , 
Kerala -695 010 ( Tel. No . 0471 2722155 ). Late tenders will 


As the equipments is urgently required , the selected 
bidder will have to supply the item within two weeks. In 
case there is any delay in supplying the items due to any 
pressing circumstances, the tenderers must cite adequate, 
justifiable grounds in writings. 

Specifications of the above items and more details 
can be obtained from Forensic Science Laboratory, 
Thiruvananthapuram . Samples will have to be submitted 
free of cost whenever necessary which can be returned 
only after the supply is effected . Police Department is not 
liable to send any individual communication . 

The technical evaluation of the item will be done on 
31- 12 -2014 and the firm should present with the item at 
their cost and risk . 

The Director, Forensic Science Laboratory is 
empowered to reject any tender without assigning any 
reason . 

Specification 
* Sound velocities between 2000 and 7000 m /s. 

Measurement range : 1mm to 250 mm . 


Application for tender forms should be accompanied 
by cash remittance of price fixed for a form which is not 
refundable . The sale of tender form will be closed at 
4 p . m . on 29 -12 - 2014 . Cheques, Drafts , Postage Stamps 
etc . will not be accepted towards the cost of forms, nor 
will the forms be sent by VPP. However money orders 
sent in the name of the Director, Forensic Science 
Laboratory, Thiruvananthapuram will be accepted . The 
amount should include the postage / courier charges for 
sending tender documents . The money order along with 
the request should reach Forensic Science Laboratory 
at least 7 days before the closing of the sale of the 
tender documents enabling us to send the documents 
well in advance. 


Accuracy : 0 .1 mm . 


Resolution : 0 .05 mm . 


* Warranty: 3 years. 


(6 ) 


No. C1-11371/FSL /2014 . 

4th December 2014 . 
Sealed tenders are invited for the purchase of “UV 
Cabinet ( dual wavelength — 3 Nos.) for Forensic Science 
Laboratory, Thiruvananthapuram so as to reach this office 
on or before 12 Noon on 30 - 12 - 2014 . Tender is invited 
under single bid system . 

Tender No . — 12/ 2014 -15. 
Approximate Price 3,00,000 . 
Cost of tender forms— 600 + VAT @ 5 % . 

Date and time of opening of tender — 30 - 12 -2014 , 
3 p . m . 

The tenders should be superscribed with tender 
number and details of the items and addressed to the 
Director, Forensic Science Laboratory, Thiruvananthapuram , 
Kerala-695 010 ( Tel. No. 0471 2722155 ). Late tenders will 
not be accepted . The tenders will be opened at the time 
mentioned above , in the presence of the tenderers or 
their authorised representatives (with proof of identity ) 
who may be present at that time. 

Intending tenderers may, on application to the 
Director, Forensic Science Laboratory, Thiruvananthapuram , 
obtain requisite tender forms on which the tenders should 
be submitted . The rate is to be quoted in Indian Money. 
No advance payment can be made for procuring any of 
the above items. 


Intending tenderers may on application to the 
Director, Forensic Science Laboratory , Kerala obtain 
requisite tender forms on which the tenders should be 
submitted or download the tender forms from the Kerala 
Police website : www .keralapolice. gov.in . The tenderers 
who download forms should submit the required tender 
value as a Demand Draft along with the tender. 

Earnest Money Deposit @ 1 % of the quoted value 
should be furnished in favour of Director, Forensic 
Science Laboratory , Thiruvananthapuram . The firms which 
are exempted from furnishing Earnest Money Deposit 
should produce a copy of relevant authorised documents 
for verification . 

Specifications of the equipments of tender shall be 
obtainable from Forensic Science Laboratory with the 
tender forms. The firms should also furnish the detailed 
specifications, make , brochures, technical support network 
in Kerala etc . of the items along with tenders . The tenders 
without any detailed specifications of quoted items, 
brochures, make etc . will be rejected forthwith . The 
tenders without separate envelope and not superscribing 
the tender number etc. will be rejected . 

The tenderers should also mention the details 
regarding warranty along with the tender documents . 
Preference will be given to the products quoted by the 
manufacturer or their authorized dealers having 
authorization from the original manufacturer. Similarly 
preferences will be given to the tenderers having 
experience of supplying similar/same items to Government 
Department, Organizations or Scientific Institutions . 

As the equipment is urgently required , the selected 
bidder will have to supply the item within two weeks. In 
case there is any delay in supplying the items due to any 
pressing circumstances , the tenderers must cite adequate , 
justifiable grounds in writings . 

Specification of the above equipments and more 
details can be obtained from Forensic Science Laboratory, 
Thiruvananthapuram . Samples will have to be submitted 
free of cost whenever necessary which can be returned 
only after the supply is effected . Police Department is not 
liable to send any individual communication . 


The technical evaluation of the item will be done on 
31- 12 - 2014 and the firm should present with the item at 
their cost and risk . 


The Director , Forensic Science Laboratory is 
empowered to reject any tender without assigning any 
reason . 


Specification 
* Two UV light sources with Long-wave UV light 

366 nm . 


* Short-wave UV light 254 nm and one fluorescent 

lamp for day light viewing is provided . 
* Glass filter for eye protection of refleted UV light . 
* Easy sliding window for quick insertion of TLC 

plates. 
* To work on 230 V AC . 


Warranty : 3 years . 


No. C1- 11372/FSL / 2014 . 


4th December 2014 . 


Sealed tenders are invited for the purchase of “ BOD 
Incubator - 1 No .” for Forensic Science Laboratory , 
Thiruvananthapuram so as to reach this office on or 
before 12 Noon on 30 - 12 - 2014 . Tender is invited under 
single bid system . 

Tender No. — 13/2014 - 15. 
Approximate Price 3,00,000 . 
Cost of tender forms 600 + 5 % VAT. 

Date and time of opening of tender — 30 - 12 - 2014 , 
3 p . m . 

The tenders should be superscribed with tender 
number and details of the items and addressed to the 
Director, Forensic Science Laboratory, Thiruvananthapuram , 
Kerala -695 010 ( Tel. No.: 0471 2722155 ). Late tenders will 
not be accepted. The tenders will be opened at the time 
mentioned above , in the presence of the tenderers or 
their authorised representatives (with proof of identity ) 
who may be present at that time. 

Intending tenderers may, on application to the 
Director, Forensic Science Laboratory, Thiruvananthapuram , 
obtain requisite tender forms on which the tenders should 
be submitted . The rate is to be quoted in Indian Money . 
No advance payment can be made for procuring any of 
the above items. 

Application for tender forms should be accompanied 
by cash remittance of price fixed for a form which is not 
refundable. The sale of tender form will be closed at 
4 p . m . on 29 - 12 -2014 . Cheques, Drafts , Postage Stamps 
etc . will not be accepted towards the cost of forms, nor 
will the forms be sent by VPP . However money orders 
sent in the name of the Director, Forensic Science 


Laboratory, Thiruvananthapuram will be accepted . The 
amount should include the postage /courier charges for 
sending tender documents. The money order along with 
the request should reach Forensic Science Laboratory 
atleast 7 days before the closing of the sale of the tender 
documents enabling us to send the documents well in 
advance . 

Intending tenderers may, on application to the 
Director, Forensic Science Laboratory , Kerala obtain 
requisite tender forms on which the tenders should be 
submitted or download the tender forms from the Kerala 
Police website : www.keralapolice . gov.in . The tenderers 
who download forms should submit the required tender 
value as a Demand Draft along with the tender . 

Earnest Money Deposit @ 1 % of the quoted value 
should be furnished in favour of Director, Forensic 
Science Laboratory , Thiruvananthapuram . The firms which 
are exempted from furnishing Earnest Money Deposit 
should produce a copy of relevant authorised documents 
for verification . 

Specifications of the equipment of tender shall be 
obtainable from Forensic Science Laboratory with the 
tender forms. The firms should also furnish the detailed 
specifications , make, brochures, technical support network 
in Kerala etc . of the items along with tenders. The tenders 
without any detailed specifications of quoted items, 
brochures, make etc. will be rejected forthwith . The 
tenders without separate envelope and not superscribing 
the tender number etc . will be rejected . 

The tenderers should also mention the details 
regarding warranty along with the tender documents . 
Preference will be given to the products quoted by the 
manufacturer or their authorized dealers having 
authorization from the original manufacturer. Similarly 
preferences will be given to the tenderers having 
experience of supplying similar/same items to Government 
Department, Organizations or Scientific Institutions. 

As the equipments is urgently required , the selected 
bidder will have to supply the item within two weeks. 
In case there is any delay in supplying the items due to 
any pressing circumstances, the tenderers must cite 
adequate, justifiable grounds in writings . 

Specifications of the above items and more details 
can be obtained from Forensic Science Laboratory, 
Thiruvananthapuram . Samples will have to be submitted 
free of cost whenever necessary which can be returned 
only after the supply is effected . Police Department is not 
liable to send any individual communication . 

The technical evaluation of the item will be done on 
31- 12 - 2014 and the firm should present with the item at 
their cost and risk . 

The Director, Forensic Science Laboratory is 
empowered to reject any tender without assigning any 
reason . 


at least 7 days before the closing of the sale of the 
tender documents enabling as to send the documents 
well in advance. 


Intending tenderers may on application to the 
Director, Forensic Science Laboratory , Kerala obtain 
requisite tender forms on which the tenders should be 
submitted or download the tender forms from the Kerala 
Police website www .keralapolice . gov.in . The tenderers 
who download forms should submit the required tender 
value as a Demand Draft along with the tender . 


Earnest Money Deposit @ 1 % of the quoted value 
should be furnished in favour of Director, Forensic 
Science Laboratory, Thiruvananthapuram . The firms which 
are exempted from furnishing Earnest Money Deposit 
should produce a copy of relevant authorised documents 
for verification . 

Specifications of the equipments of tender shall be 
obtainable from Forensic Science Laboratory with the 
tender forms. The firms should also furnish the detailed 
specifications , make, brochures, technical support network 
in Kerala etc. of the items along with tenders. The tenders 
without any detailed specifications of quoted items, 
brochures, make etc. will be rejected forthwith . The 
tenders without separate envelope and not superscribing 
the tender number etc . will be rejected . 


Specification 
Temperature Range : 4° C to 60° C 
Volume: 340 L 
Door: Solid insulated door with glass with lock . 
Shelves : As per the model quoted may be 

specified . 
* Refrigerant: CFC free. 
* Light System of interior illumination with 

fluorescent Lamps. 
* Electronic digital temperature Display should be 

available . 
* Automatic voltage stabilizer should be supplied . 
* Warranty : 3 years 

(8 ) 
No. C1- 11373/FSL /2014 . 

4th December 2014 . 
Sealed tenders are invited for the purchase of 
“ Electrophoretic Apparatus — 1 No.” for Forensic Science 
Laboratory, Thiruvananthapuram so as to reach this office 
on or before 12 Noon on 30 - 12 -2014 . Tender is invited 
under single bid system . 

Tender No. — 14 /2014 - 15 . 
Approximate Price 2 ,00 ,000 . 
Cost of tender forms 400 + 5 % VAT. 

Date and time of opening of tender — 30 - 12 - 2014 , 
3 p . m . 

The tenders should be superscribed with tender 
number and details of the items and addressed to the 
Director, Forensic Science Laboratory , Thiruvananthapuram , 
Kerala -695 010 ( Tel . No. 0471 2722155 ). Late tenders will 
not be accepted . The tenders will be opened at the time 
mentioned above , in the presence of the tenderers or 
their authorised representatives (with proof of identity ) 
who may be present at that time. 

Intending tenderers may on application to the 
Director, Forensic Science Laboratory, Thiruvananthapuram , 
obtain requisite tender forms on which the tenders should 
be submitted . The rate is to be quoted in Indian Money . 
No advance payment can be made for procuring any of 
the above items. 

Application for tender forms should be accompanied 
by cash remittance of price fixed for a form which is not 
refundable . The sale of tender form will be closed at 
4 p . m . on 29 - 12- 2014 . Cheques, Drafts, Postage Stamps 
etc . will not be accepted towards the cost of forms, nor 
will the forms be sent by VPP . However money orders 
sent in the name of the Director , Forensic Science 
Laboratory, Thiruvananthapuram will be accepted . The 
amount should include the postage /courier charges for 
sending tender documents. The money order along with 
the request should reach Forensic Science Laboratory 


The tenders should also mention the details 
regarding warranty along with the tender documents . 
Preference will be given to the products quoted by the 
manufacturer or their authorized dealers having 
authorization from the original manufacturer. Similarly 
preferences will be given to the tenders having experience 
of supplying similar/ same items to Government 
Department, Organizations or Scientific Institutions. 

As the equipments is urgently required , the selected 
bidder will have to supply the item within two weeks. In 
case there is any delay in supplying the items due to any 
pressing circumstances, the tenderers must cite adequate, 
justifiable grounds in writings . 

Specifications of the above items and more details 
can be obtained from Forensic Science Laboratory, 
Thiruvananthapuram . Samples will have to be submitted 
free of cost whenever necessary which can be returned 
only after the supply is effected . Police Department is not 
liable to send any individual communication . 

The technical evaluation of the item will be done on 
31- 12 - 2014 and the firm should present with the item at 
their cost and risk . 

The Director, Forensic Science Laboratory is 
empowered to reject any tender without assigning any 
reason . 


Specification 
* Multi sub mini: 7 x 7 cm UV Tray, 2 x 8 sample 

1 mm thick combs, casting dams, loading guides. 

Gel dimensions (W x L ) 7 x 7 cm . 
* Unit dimensions (W x L x H ) 21 x 9 x 9 cm . 

Maxi sample capacity 7 x 7 tray (32 samples). 
Buffer volume 225 ml. 

Thickness: 1 mm 
* Combs to be supplied : 

Comb prep : 1, Marker 1 
Comb prep : 2 , Marker 2 
Comb prep : 4 , Marker 2 
Comb 8, Sample MC 
Comb 8, Sample 
Comb 10 , Sample 
Comb 12 , Sample MC 

Comb 16 , Sample 
All with thickness of 1 mm . 

* Casting dams 

Positive electrode 
* Negative electrode 

Cool Pack and platform 
Viewing platform 

Multi submini Flexi caster 
* Buffer saver blocks for MS MINI 
* 7 cm UV gel scoop 
* Power supplies: PS 300B Hoofer Power supply : 

10 - 300 V, 4 - 500 mA , 90 W . 
* Warranty : 3 years . 


Forensic Science Laboratory, 
Thiruvananthapuram . 


Dr. K . P. JAYAKUMAR , 

Director, FSL. 


